"VGo Bosten Scheol siluer medal (Be, Freniclia) The Franticiia Inshtv4e PMrarch b, SAI8 


(SSS Metropolitan Mechanics Tasktvle medal ( Philadelphia, PA) 
(George Washinglon) 


THE FRANKLIN INSTITUTE 
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The Corresponding Secretary, 
American Numismatic & Archaeological Society, 
1271 Broadway, 
New York City, N. Y. 

Gentl emen:- 

Inquiry has recently been made of us regarding two 
silver medals, one containing on the obverse, the profile of 
Frenklin, and the words "The Gift of Franklin, 1790". Under 
the shoulder of the profile is the name Mitchell. On the 
reverse, ina scroll, are the words "Awarded to", and inscribed 
in the blank portion of the medal under the scroll, Joseph H. 
Mather, 1863. The medal was 1-3/8 inches in diameter, not 
over 1/8 inch thick. The second contains on the obverse, the 
head of George Washington, which is inscribed under the neck, 
Fe. N. Mitchell, F.; on the reverse in scrolls, "Presented by 
the Metropolitan Mechanics Institute”, and in the center in 
the blenk space this particular medal is inscribed "Peter 
Fritz, Phila. Stone Carving". The medal is 1-1/2 inches in 
diameter, and a trifle over 1/8 inch in thickness. 

If you can refer us to any information on these 
coins, we should be very greatly obliged. 

Yours very truly, 
ee 


AR:A Assistant to the Secretary. 


